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ERRATA ET CORRIGENDA 

IN VOL. XLIV. 



Title page, for offered in 1825 read 1826 

Page 16 line 5 from bottom, for 1826 read 1824 

27 — 4 from bottom, for Plate II read Plate I 

28 — 5 for g read s 

- 46 — 2 from bottom, for b read I 

77 — 5 from bottom, for upon read against 

77—4 from bottom, for outer edge read inner surface 

79 — 8 for 1 and 2 read 1 and 5 

105 Fig. 1 b should be I 

— — 1 14 line 4 after the balance spring insert winding up 

114 — 6 after in like manner insert when the spring unwinds 

125 — 6 from bottom, for wheels a read wheels A 

— — 126 — 8 from bottom, for no read to 

153 — 12 the r is omitted in the plate 

153 — 18 for roller read rollers 

— — 178 — 6 from bottom, for permanlnt read permanent 



